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UNCLASSIFIED 

PAGE 01 NAIROB 05688 111449Z 
ACTION AF-10 

INFO OCT-01 ISO-OO EB-08 /019W 

082153 120249Z/70 

R 11 1304Z APR 78 
FM AMEMBASSY NAIROBI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 6651 

UNCLAS NAIROBI 5688 

E.O. 11652: N/A 
TAGS: BEXP, KE 

SUBJ: FOREIGN CALL FOR TENDERS - KENYA POWER COMPANY LIMITED - OLKARI 
A GEOTHERMAL 

PROJECT, POWER STATION MECHANICAL AND ELECTRICAL PLANT 

1 . 779/01/T-0008 

2. 040878 

3. H. DAVIS 

4. 779 KENYA 


5. N 


6A. REPLY TO - 

6B. 

6C. KENYA POWER COMPANY LIMITED 

ELECTICAL HOUSE 

HARAMBEE AVENUE 

P.O. BOX 30099 

NAIROBI, KENYA 

ATTENTION: ASSISTANCT GENERAL MANAGER (TECHNICAL) 
UNCLASSIFIED 
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9.201 
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10. KENYA POWER COMPANY LIMITED, A PARASTATAL BODY OF GOK INVITES 
TENDERS FOR THE MANUFACTURE, DELIVERY, ERECTION AND COMMISSIONING 
OF THE FOLLOWING ITEMS AT OLKARIA, ADIACENT TO LAKE NAIVASHA. 
CONTRACTS TO BE AWARDED ARE: 

CONTRACT 1 COMPRISING: 

A) 15 MW TURBO-GENERATOR PLANT WITH INLET STEAM CONDITIONS 

5 BAR, JET CONDENSING PLANT, MECHANICAL DRAUGHT COOLING TOWERS, 
CIRCULATION WATER PUMPS, AIR EJECTORS AND ALL MECHANICAL 
AUXILIARIES, GENERATOR STEP UP AND UNIT TRANSFORMERS, CIRCUIT 
BREAKERS, AUXILIARY SWITCHGEAR, CABLING, CONTROL AND 
INSTRUMENTATION EQUIPMENT. 

B) 350 TO 700 MM DIAMETER STEAM PIPEWORK FROM THE WELL HEADS 
TO THE POWER STATION INCLUDING WELL HEAD EQUIPMENT, VALVES, 

SILENCERS AND SEPARATORS, CONTROLS AND INSTRUMENTATION. 

CONTRACT 2 COMPRISING: 

132KV SUBSTATION EQUIPMENT INCLUDING CIRCUIT BREAKERS, ISOLATORS 
CURRENT AND VOLTAGE TRANSFORMERS, CONTROL AND COMMUNICATIONS 
EQUIPMENT. 

FIRMS INTERESTED IN TENDERING FOR THE ABOVE ITEMS ARE INVITED TO 
MAKE APPLICATION FORTHWITH IN WRITING TO: 

MERZ AND MCLELLAN-VIRKIR 
CONSULTING ENGINEERS 
AMBERLEY 
KILLINGWORTH 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 NAIROB 05688 111449Z 

NEWCASTEL-UPON-TYNE NE12 ORS 
ENGLAND 

A COPY OF THE APPLICATION WHICH SHALL BE COMPLETED IN ALL RESPECTS 

SHOULD BE FORWARDED SIMULTANEOUSLY TO: - 

KENYA POWER COMPANY LIMITED 

ELECTRICITY HOUSE 

HARAMBEE AVENUE 

P.O. BOX 30099 

NAIROBI, KENYA 

FOR THE ATTENTION OF ASSISTANT GENERAL MANAGER (TECHNICAL) 

ROOM 432 

TENDERS WILL ONLY BE CONSIDERED FROM MANUFACTURERS WHO SUBMIT WITH 
THEIR TENDERS FOR THE WORK SATISFACTORY EVIDENCE OF EXPERIENCE IN 
THE DESIGN, MANUFACTURE, ERECTION AND COMMISSIONING OF SIMILAR PLANT. 
LE MF.LLF. 
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